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CENTRAL INTELLIGENCeC&C- 
Office of Legislative Counsel 
Was hington, D. C. 20505 
Telephone: | 


TO: Mr. Thomas Latimer, Staff Director 
Permanent Select Committee on 
Intelligence 

House - - o £ Rep re sen t at - i v e s 

Washington, D.C. 20515 

Enclosed is the damage assessment 
of the inadvertent FOIA release, per 
your req uest . 



Assistant Legislative Counsel 
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